Message 


From: Byrne, Eric (DPH) [Eric.Byrne@state.ma.us] 

Sent: 1/4/2011 3:13:57 PM 

To: 'Lobik Stephen' [slobik@facil.umass.edu] 

CC: Pocsik Mark [mpocsik@facil.umass.edu]; Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: DPH 4th floor data 

Probably don't need to be, but was planning to come by to clean up a little and possible mount the switch and router in the 
rack. Do you know what time Lan-Tel will be there? 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 

Sent: Tuesday, January 04, 2011 10:11 AM 
To: Byrne, Eric (DPH) 

Cc: Pocsik Mark 
Subject: DPH 4th floor data 

Eric, 

Lan-Tel will have a technician at DPH tomorrow to hook up The folks on the 4 th floor. Do you need to be 
present? 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T)413-545-6516 

(C) HHH 

(F) 413-545-3684 
slobik@facil.umass.edu 
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